COLUMBUS,  OHIO 

The   beautiful    First   Congregational    Church    on  East 
Broad    Street    is    a    splendid    example    of  modern 
gothic  architecture.    Its   Chancel   and    Rose  Windows  g£- 
are  famous.  I" 
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